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Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Jones E.H 
Chief Eng Officer Green H 





Chief Officer Neish R.J 2nd Eng Officer Lindsay W.D 
2nd Officer Gow P.D 3rd Eng Officer Quigley T.G 
3rd Officer Morgan A.J.L 4th Eng Officer Currid J.P 

Radio Officer Kielthy P.K 5th Eng Officer Harris J 

Purser Page D.F 6th Eng Officer Greenhalgh K 


Engineer Cadet Rich D.J 
Engineer Cadet Johnson D.T 
Electrical Officer Dunn R.B 
Carpenter Tregidgo A.J 
Serang (Deck) SamadA 
Serang (Engine) Chakraborty S.K 
Cook Nuruzzamam S.} 
Storekeeper Allam S.M.Z 





Coventry City 
General Cargo - 10,720 d.w.t. 


Captain Butterworth J.J 
Chief Eng Officer Marsh N 





Chief Officer Taylor J.R 2nd Eng Officer Kirchin F.R 
2nd Officer Lightfoot B 3rd Eng Officer Murray G.K 
3rd Officer Bytheway P.S 4th Eng Officer Godfrey A.E 
Radio Officer Waller R.A 5th Eng Officer Wane A 
2nd Radio Officer Tracey R Electrical Officer Sutherland K 


Purser Cowen G.G 
Bosun Haggerty W.M 
Carpenter Szajnik T 
Cook Pine J.E 
2nd Steward SmithJ.A 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Saunders P 
Chief Eng Officer Robertson A 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Hughes A.W 
McLeod K 
Bell R.W 
Watson C.T 
Buckley P 
Anderson P 
Slater J.A 
Cunnison A.J 
Wilkinson J.F 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Electrical Officer 


Glynn K 
Azam M 
Ghosh N.R 
Bullah G 
Mohammad N 





Robinson A.J 
Auckland B 
Nash B.E 
Carter R.L 
Penman J 
Cull B.P 


Gloucestershire 
General Cargo - 10,515 d.w.t. 


Captain Mills M.C 
Chief Eng Officer Shackleton J.H 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Assistant Purser 


Donnellan M.T 
Weinman L.P 
McCall A.P 
Paulusz C 
Magner J.R.P.V 
Stamford-Burrows C.J 
Finlayson E.M 
Maskell T 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Engineer Cadet 
Electrical Officer 

Preston A.G 

Haque K.M 

Chowdhury R.K 

Sardar B 

Kashim M 





Hearn J.H 
Lamont J.D 
Perera Y.D.N.J 
Davidson G 
Haden R.D 
Johnson F 
Dixson W 
Black M 


Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Brown L.G 





Chief Officer Philip B.P 
2nd Officer Dove J 
3rd Officer Morris T.N 
Deck Cadet Williams P.G 
Radio Officer Emmett R.P 
Purser McNeil R 
Carpenter 
Serang (Deck) 
Cook 
Storekeeper 


2nd Eng Officer 
2nd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Electrical Officer 

Blakely W.A 

Singh J 

Toyab 

Hussain M 


Durward K 
Lambert P.W 
Mullaly A.E 
Taylor G 
Douglass P.F 
Heaton A 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Pearson W.E 





Chief Officer Garner J.E 2nd Eng Officer Ford A 
2nd Officer Dye D.M 3rd Eng Officer Macfarlane A.P 
3rd Officer Howland P 4th Eng Officer Gibson K 
Deck Cadet Farrimond M.J 5th Eng Officer Ratcliffe A.T 
Deck Cadet Hodgson R.B 6th Eng Officer Stead P.A 
Purser Heaslip G 7th Eng Officer Ballantine J.S 
Engineer Cadet Palmer W.E 
Electrical Officer Ritchie R.S 
Carpenter Miller A.J 
Serang (Deck) Dey S.C 
Cook D'Gomes L 
Storekeeper Qasim M 





Shropshire 
Cargo Liner - 12,060 d.w.t. 


Captain Routledge J.D 
Chief Eng Officer Milligan T.W 


2nd Eng Officer Ellis J.W 

3rd Eng Officer Barnes D.A 

4th Eng Officer Naisbitt J 

5th Eng Officer Ratnayake S.L 

6th Eng Officer Scott M.F 

Engineer Cadet Stones A.R 
Electrical Officer McAteer G 





Chief Officer Jones D.1 
2nd Officer Kumarasinghe K.R 
Ext 2nd Officer Wilkinson J.K 
Deck Cadet Bradshaw E.J 
Deck Cadet Wood R.A 
Radio Officer McKay K 
2nd Radio Officer Corbin D 
Purser Martin H.H 
Carpenter Connors T 
Serang (Deck) Yasin 
Serang (Engine) Ganguly J.K 
Cook Mohammed T 
Storekeeper Hussain M 





Staffordshire III 
General Cargo - 10,515 d.w.t. 


Captain Sheldrake L.H 
Chief Eng Officer Holland D.A 





Chief Officer Railton W.A 2nd Eng Officer Pearson I.A 
2nd Officer Coventry P.H.S 3rd Eng Officer Swift J 
3rd Officer Gibson S.H 4th Eng Officer Lane T.M 
Deck Cadet Mawford S.| 5th Eng Officer Mather D.G 
Deck Cadet Morris R.A 6th Eng Officer Whalley T.J 
Radio Officer Beyer C.L 7th Eng Officer Hickin A.T 
Purser Reed A Engineer Cadet Hartley M.R 


Assistant Purser 


Bristow K.R 


Engineer Cadet 
Electrical Officer 


Serang (Engine) Mitra S.K 
Cook Gomes J 


Storekeeper 





Hague J.R 
Moat M.R 


Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Hine D 
Chief Eng Officer Renney E.C 


2nd Eng Officer 

3rd Eng Officer 

4th Eng Officer 

5th Eng Officer 

Electrical Officer 

2nd Elect Officer 
Bosun Green W 
Cook Hamer E 

2nd Steward Standish R 





Chief Officer Owen H.R 
2nd Officer Jewell J.W 
Uncert 3rd Officer Begg M.S 
Radio Officer Ranson J.W 
Purser Willis F.J 


Jones R 
Craig C.G 
Rowland S.W 
Kinela G.P 
Howley J 

Lee P 





Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain HudsonA 
Chief Eng Officer Gresham W.H 





Chief Officer Clayton D.R 2nd Eng Officer Smith M.D 
2nd Officer Birkett R 3rd Eng Officer Bowden R.B 
3rd Officer Bowers K.P.G 4th Eng Officer Nixon P 
Deck Cadet Burns A.S 5th Eng Officer White P.L 
Deck Cadet Jones S.T 6th Eng Officer Murray J.J 
Deck Cadet Stewart R.| Electrical Officer Butterworth A.D 
Deck Cadet Browning A.A 
Radio Officer Melia A 
Purser Kimberley D 
Carpenter Walker J.R 
Serang (Deck) Bepari P 
Serang (Engine) Chandra Das R 
Cook Sing P.N 
Storekeeper Hussain T 


Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 


Captain King M.G 
Chief Eng Officer Jones R.M 





Chief Officer Anderson K 2nd Eng Officer McCarthy J.S 
2nd Officer Appleton J.K 3rd Eng Officer Thompson R.J 
3rd Officer Kendrick R.F.A 4th Eng Officer Merrifield T.M 

Radio Officer Bateman R.D 5th Eng Officer Seagrave J.G 

Purser Cousins J.H 6th Eng Officer Billington S.A 


7th Eng Officer Hanna W 
Electrical Officer Harding V.T 
Cook Knight T.J 
2nd Steward Wharton G 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain McLeod R.F 
Chief Eng Officer Findlay A 





Chief Officer Hughes T 2nd Eng Officer Clark | 
2nd Officer Fletcher P.W 3rd Eng Officer Powell R 
Ext Chief Officer Gosden D.W.F 4th Eng Officer Frazer K.A 
3rd Officer Bell R.N 5th Eng Officer Sommerville J 
Radio Officer Stenton S.W.A Electrical Officer Wilson L 


Purser Rose J.(p) 
Bosun Miley D 
Cook Powdrill R.F 
2nd Steward Scarfe-Cody M 


Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Weir R 
Chief Eng Officer Peat R 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Bath A.L 
Hunter M.J 
Williams J.H 
Stephen R 
Hooper A.M 
Moore A.M 
Kunze A.R 
Mallett A.E 
Murphy W 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Engineer Cadet 
Electrical Officer 


Hughes (ch) P 
Hussain A 
Chakraborty M.L 
Mohammed T 
Ahmad M 





McConnell J 
Edgington J.S 
Stroud J 
Jones T.J 
Atlkinson S 
O'Donnell J.F 
Ward D.N 


Yorkshire III 
General Cargo - 12,040 d.w.t. 


Captain Moore A.R 
Chief Eng Officer Stokes G.W 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Preshaw A.G 
Meredith M.T 
Bodman K.A 
Hill R.1 
Allen D.J.V 
Glover G.F 
Kays W.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Electrical Officer 


Nicholas D.F 
Mukherjee M.K 
Noegi P.K 
Chand S.K 
Ellias M 


Parsons W.B 
Mathieson D.R 
Needham T.A 
Inman J.R 
Walker J 
Preston E.J 


